To:  Williams,  Laura[williams. Iaura@epa.gov];  Ackerman,  Joyce[Ackerman. Joyce@epa.gov];  Wall, 

Dan[wall. dan@epa.gov];  Ferguson,  Ralph[Ferguson. Ralph@epa.gov] 

From:  Myers,  Craig 

Sent:  Thur  9/17/2015  9:32:57  PM 

Subject:  Fwd:  Sampling  Containers  for  GK  Sample 

Here's  what  we  have. 

Sent  from  my  iPhone 
Begin  forwarded  message: 


From:  "Petri,  Elliott"  <Elliott.Petri@  WestonSolutions.com> 

Date:  September  17,  2015  at  3:16:10  PM  MDT 

To:  '"Myers-craig@Epa.gov1"  <Myers.craig@Epa.gov>.  "Way,  Steven 

(wav.steven@epa.govV'  <wav.steven@,epa.gov> 

Subject:  Sampling  Containers  for  GK  Sample 


Hi  Steve  and  Craig, 

1 have  gone  through  the  coolers  that  are  on  site  for  the  in  depth  sample  requested. 


Please  note  that  the  coolers  have  been  on  site  for  a long  period  of  time  with  no  custody  seal, 
they  were  opened  when  they  arrived  as  it  was  thought  they  would  be  used  then. 

Also  there  is  moisture  in  one  of  the  coolers,  it  does  not  appear  to  be  from  any  of  the 
persevered  containers,  I do  not  know  where  it  originated. 


With  these  thoughts  in  mind  here  are  the  quantities  of  what  containers  are  on  site: 


•□□□□□□□□  3 - Coolers 
•□□□□□□□□  12-1  Liter  Amber  Glass 
•□□□□□□□□  6 - 250  mL  Amber  Glass 
•□□□□□□□  6 - 20  mL  VOA  with  NaHS04H20 
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3-20  mL  with  CH30H 


3 - 2 oz  HDPE 
•[□[□□]□  3 - Tools 
•□□□□□□□□  9 - 40  mL  VOA  with  HCL 
•□□□□□□□□  3 - 250  mL  HDPE  with  HN03 
•□□□□□□□□  3 - 125  mL  HDPE 
•□□□□□□□□  3 - 1 Liter  HDPE  with  HN03 
•□□□□□□□□  6 - 4 oz  Glass 
•□□□□□□□□  6 - 8 oz  Glass 


All  the  packing  materials,  chain  of  custody  forms  for  Test  America,  and  labels  are  in  the 
coolers. 

Thanks, 

Elliott 

Elliott  Petri,  PE 

Weston  Solutions,  Inc. 

1435  Garrison  St,  Ste  100 
Lakewood,  CO  802 1 5 
Ph:  303-729-6156 
Cell:  719-216-2754 
Fax:  303-729-6101 
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CONFIDENTIALITY:  This  email  and  attachments  may  contain  information  which  is 
confidential  and  proprietary.  Disclosure  or  use  of  any  such  confidential  or  proprietary 
information  without  the  written  permission  of  Weston  Solutions,  Inc.  is  strictly  prohibited. 
If  you  received  this  email  in  error,  please  notify  the  sender  by  return  e-mail  and  delete  this 
email  from  your  system.  Thank  you. 
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